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25X1 A6a 
37 July lVfr2 


TO : 

Chief, PH Division 


THRU ; 

Deputy Director (flans) 


FROi : 

Chief, Audit Staff 


SUBJECT: 

Final Rtport of Audit of H 

■■ Station 25X1 A6a 

IM, 


1 riovt'ibcr 1961 to 3 June 1962 


1. Attached for yoar Info met ion is « copy 
subject audit report. 


2. The report indicate* that the closing of t - 
Station was handled in a commendable wanner end repre- 
sents a fine example of the value of prior planning 


and coordination. 



25X1 A9a 


Attachment 

Distribution: 

Orig. - Ch/PE Div. 
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